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OBJECTIVE 


The objective is the study ofl smoke parameter modi filtration by 
impregnation with different salt solutions, followed by tobacco 
expansion. 

A bibliographic survey was made on tobacco impregnation! and 
subsequent freeze drying. Preliminary experiments oni pure 
water expansion have been performed. An experimental set-up 
is being produced. 
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